GDDME AP126 Emulator 
for Dyalog APL/W 
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GDDME_AP126 Emulator is a Microsoft Windows DDE application which 
emulates the AP126 interface to GDDM, including both graphical and character 
formatting emulation. The package includes: 





GDDME.EXE - client application for Microsoft Windows 
Utility workspace for Dyalog APL/W 

Extensive examples 

Complete documentation 

One year free telephone support 

One year free upgrades 
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single user price: US$ 1000 
Site pricing available on request 


Lingo Allegro U.S.A.. Inc. 
203 N. LaSalle St. Suite 2100 
Chicago, IL 60601 USA 

Phone: +1 312 588-1342 

Fax: +1 312 346-9603 


